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BILL NO. ita g 
SPECIAL ORDINANCE NO. S- o Z- 2 O 


AN ORDINANCE approving the awarding of 
Reference #OFLP008 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and W W 
GRAINGER for the Three Rivers Filtration 
Plant. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #OFLP088 between the City of 
Fort Wayne, by and through its Department of Purchasing and 
W W GRAINGER for the Three Rivers Filtration Plant, 
respectfully for: 


the purchase of miscellaneous electrical 
parts for the Filtration Plant; 


involving a total cost of Twelve Thousand Five Hundred and 
no/100+/- Dollars ($12,500.00+/-), all as more particularly 
set forth in said Reference #OFLP088 which is on file in the 
Office of the Department of Purchasing, and is by reference 
incorporated herein, made a part hereof, and is hereby in 
all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all 
a 







necessary ee E 


APPROVED AS TO FORM 
AND LEGALITY 


Caulay, City Attorney 
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Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as (ANNEXATION) ———— APPROPRIATION) —— (GENERAL) 
(SPECIAL) (ZONING—MAP) ORDINANCE: RESOLUTION NO. A- 7/- 20 
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ATTEST ae ae i 


SANDRA E. KENNEDY, CITY CLÆRK PRESIDING OFFICER 


Presented by me to. the Mayor of the: City of Fort Wayne, Indiana, on 


‘the LSTA day of: f parera tlee) 
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PAUL HELMKE, MAYOR 








DIGEST SHEET 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 


SYNOPSIS OF ORDINANCE: An ordinance approving 
the award of Ref. No. OFLPOO8 for electrical 
parts for the Filtration Plant. The cost re- 
flects the most responsive vendor. 


RI OTA a> 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: Ww W Grainger has been the best 
supplier of parts for our facility in that they have or 
can get the parts needed within 24 hours at more than 
competitive prices. They have 3 or 4 houses that can 
get odd and standard pieces of materials needed in an 
expedious manner. We use these supplies for AC units, 
electrical, electronic equipment, some tools, valves, 
fittings, heating and ventilation materials as well as 
hardware and plumbing supplies. This price agreement 
will allow progress of repairs to be made immediately 
as compared to waiting for materials to do the job. 


EFFECT OF NON-PASSAGE: Repairs are needed many times 
for emergency work and a price agreement has allowed 
us to get the job done expediously. Electrical and 
electronic repairs normally can not wait for parts to 
be ordered over a period of 4 to 6 weeks. This also 
applies to plumbing repairs and necessary parts repair 
for valves, pumps, compressors, and other equipment. 


MONIES INVOLVED: W W Grainger $12,500.00 +/- 


PRICE AGREEMENT: Yes 
PURCHASE ORDER: 


SOURCE OF FUNDING: Filtration P1 513-521-6204-4263 


PRIOR APPROVAL: DATE: 
(IF APPLICABLE) 


BILL NO. S=90=10=32 


REPORT OF THE COMMITTEE ON CITY UTILITIES 





PAUL M. BURNS, CHAIRMAN 


MARK E. GiaQUINTA, VICE CHAIRMAN 
HENRY, LONG, TALARICO 


WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESXINTIOWT approving the awarding 
FLP008 the City of For Wayne, Indiana, b 


E 2- PUT W INGER for the 





HAVE HAD SAID (ORDINANCE) (RBGGEBBEOM) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) BION) 


DO NOT PASS ABSTAIN NO REC 

















DATED: jib -FO° 


Sandra E. Kennedy 
City Clerk 


